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QUALITY MANAGEMENT SYSTEM 


Certificate of Approval 
This is to certify that 


Toshiba Carrier (Thailand) Co., Ltd. 


Address of premises : 144/9 Moo 5, Tivanon Road, 
Bangkadi, Muang District, 
Pathumthani 12000, Thailand 





has been assessed and found to be conforming to the requirements of 
TIS 9001-2559 (ISO 9001:2015) 


for the scope : 
Design and development and manufacture of air conditioners 


by 
Management System Certification Institute (Thailand), 
Foundation for Industrial Development 


Date of Issue 28" January 2020 
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N Pama Hg Nyh Valid Unti 27" January 2023 


First Issued Date 9" November 2018 Hie 





| (Mrs. Punnee Angsusingha) 





President 
Management System Certification Institute (Thailand) 
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